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FACULTY OP ENGINEERING.
B. E. Examination.
1.  The Examination for the degree of Bachelor of Engi-
neering shall be held once a year in Hyderabad at such time
and on such dates as the Syndicate may prescribe.
2.  The examination shall be open to students who after
passing the Intermediate Examination of this University or of
a recognised University with Mathematics, Physics and Che-
mistry ay their optional subjects shall have prosecuted a regular
course oi study at the Engineering College at this University.
A registration fee of Es. 10 shall be charged by the
University for all students migrating to this University from
any other University.
3.  The course of instruction shall extend over four years,
of which 3 years shall be spent in the college and the fourth
year chiefly on works.   University Examinations will be held
at the end of the 1st, 2nd and the 3rd years and will be known
as B.E. I, II and Final Examinations.
4.  Applications for admission and certificates of attendence
and progress in the prescribed form together with a fee of
Es. 20 for the B.E. I and B.E. II Examinations and of Es. 30
for the B.E. Final examination shall be forwarded by the Princi-
pal so as to reach the Begistrar four weeks before the exami-
nation.
No student of the University will be allowed to appear
at any examination of the University unless he has attended at
least 70 per cent, of the lectures delivered in each of the sub-
jects of his study; 70 per cent, attendance in practical Classes
also will be required. The Syndicate may, however, condone
a deficinecy in attendance not exceeding 5 per cent, for
special reasons, specially ill-health when the application is
supported by a certificate from an authorised Medical Officer,
which can satisfy the Principal.
A member of the U. T. C. shall be permitted to count
as attendance the period spent on duty in connection with the
University Training Corps Camp.